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THE WHITE KOusE 
WASHINGTON 


9 JUL 1958 


suly 7, 1956 


. MEMORANDUM TO THR DIRECTOR oF CENTRAL INTELLIGHICE 


—. 


SUBJECT: Status of National Security Progress on 
June 30, 1958 


Reference is made to the memorandum on the subjeet which 
was forwarded to you uader date of June 18 1958 by the Exe- 
outive Secretary, WSC, 


In order that the Council may have the benefit of the 
most meaningful report possible on the atatus of cur Foreiga 
Intelligence Program, it is Pequested that, in trangitting 
this year's IdC report on the subject, you ecever in whatever 
detail you consider appropriate the several subjects sy 
geated for inelusion in the subject report as eut 


lined 
the letter submitted to me on § tember 26, 1957 by the Ghair- 
man of the President's Board of Gnsultants on Foreign Tntel- 
ligence Activities, a were furnished a copy of this istter 


on September 28, 1957 


€ 


Rebert Cutler 


Special Assistant 
te the President 


6cz General John B. Hull, Usd (Ret.) 
Chairman, President's Board of Compultents 
on Foreign Intelligences Aetivities 
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10 July 1958 


25X1 | 


Florence says that the following handwritten 
note from Mr, Amory was attached to the 
packet re the Cutler letter that went in to the 
IG and DCI: 


"We can insure coverage of the points 
mentioned by Killian with no difficulty 
except for financial portion. For it, 

I recommend annexing Bureau of the Budget 
analysis with such comments as IAC 
members and DCI may wish to make," 
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